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of a time weighted average, the threshold limit values
adopted by the American Conference of Governmental In-
dustrial Hygienists, as set forth and explained in the
1973 edition of the Conference's publication, entitled
"TLV's Threshold Limit Values for Chemical Substances
in Workroom Air Adopted by ACGIH for 1973," pages 1
through 54, which are hereby incorporated by reference
and made a part hereof.  This publication may be ob-
tained from the American Conference of Governmental
Industrial Hygienists by writing to the Secretary-
Treasurer, P.O. Box 1937, Cincinnati, Ohio 45201, or may
be examined in any Metal and Nonmetal Mine Health and
Safety District or Subdistrict Office of the Mining
Enforcement and Safety Administration.  Excursions above
the listed thresholds shall not be of a greater magni-
tude than is characterized as permissible by the Con-
ference .

56.5-5 Mandatory. Control of employee exposure to
harmful airborne contaminants shall be, insofar as
feasible, by prevention of contamination, removal by
exhaust ventilation, or by dilution with uncontaminat-
ed air.  However, where accepted engineering control
measures have not been developed or when necessary by
the nature of work involved (for example, while es-
tablishing controls or occasional entry into hazardous
atmospheres to perform maintenance or investigation),
employees may work for reasonable periods of time in
concentrations of airborne contaminants exceeding per-
missible levels if they are protected by appropriate
respiratory protective equipment.  Whenever respiratory
protective equipment is used a program for selection,
maintenance, training, fitting, supervision, cleaning,
and use shall meet the following minimum requirements:

(a) Mining Enforcement and Safety Administration ap-
proved respirators which are applicable and suitable
for the purpose intended shall be furnished, and em-
ployees shall use the protective equipment in ac-
cordance with training and instruction.

\

(b) A respirator program consistent with the require-
ments of ANSI Z88. 2-1969, published by the American
National Standards Institute and entitled "American
National Standards Practices for Respiratory Protection
ANSI Z88.2-1969," approved August 11, 1969, which is
hereby incorporated by reference and made a part hereof.
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